
DNA From Water 



The corporation manufactures and sells more than 55,000 products. We are one of the few corporations 
in the industry to offer a comprehensive line of Life Sciences, Fine Chemicals and Diagnostics products. 
We maintain a vast network of global distributors with ISO-13485 certified diagnostic products facilities 
in USA (Solon-Ohio, Burlingame-California) and Singapore, as well as a distribution center in Strasbourg, 
France. 



MP Biomedical' product portfolio comprises one of the most 
exhaustive lists of time tested brands including Qbiogene, 
BiolOl, Cappel, Genelabs and ICP Bio International. Our 
products are available in almost all major parts of the world 
and we continue to expand our portfolio with high quality and 



A 



innovative products. 




Manufacturing Purebred 
Adsorbents for The Toughest 
Applications Since 1941 



MP Biomedicals Offers:- Extensive Selection 
Custom Made Variations 
Highest Grade of Standardization 
Activities Available Exclusively from MP Biomedicals 
Custom Package Sizes 
Bulk Quantities 



MP Adsorbents: - for chromatography are 
highly standardized quality products for 
all ranges of application in laboratory and 
industrial scale chromatography. 




RADIOCHEMICALS 
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MP Biomedicals was one of the first to manufacture 
commercially available P-32 nucleotides and has been 
supplying Life Science researchers with high quality 



radiochemicals for nearly 50 years. MP Radiochemicals offers a full portfolio of radiolabled compounds 
including nucleotides and nucleosides, CAT assay reagents, amino acids, carbohydrates, lipids, ligands 
and radionuclides. Many radiochemical compounds are offered with your choice of isotope including P- 
32, S-35, P-33, C-14 and tritium. Most MP radioactive reagents are shipped for next day delivery in the 
VersatainerTM Packaging System, the safest and most convenient radiological delivery system in the 
world. From probe labeling to kinase assays, cell labeling and metabolic pathway analyses, if you have a 
radiochemical application, MP has the products to fulfill your needs. 




For isolation of high quality DNA from microbial cultures and optimized for use with bead based 
homogenizers like the PowerLyzer® 24. 



MO BIO Laboratories, Inc. 
Corporate Headquarters 

MO BIO Laboratories, Inc. 

2746 Loker Avenue West 

Carlsbad, CA 92010 

Toll-free in US: 800-606-6246 

For more information please visit 



http://www.mobio.com 



